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E.O. 11652:N/A 
TAGS: BMEP, IR 

SUB J : NUCLEAR POWER PLANTS FOR IRAN 
REF: TEHRAN'S 8485 

AS SUGGESTED BY YOUR REFERENCED CABLE, MEPD CONTACTED 
GULF GENERAL ATOMICS REGARDING THE SUBJECT PROTENTIAL 
BUSINESS OPPORTUNITY. GULF GENERAL ATOMICS APPRECIATED 
GETTING THE INFORMATION AND INDICATED THEY WILL 
ADVISE US OF THEIR POSITION ON THIS PROJECT. 

WE WILL BE FOLLOWING UP. ALSO, WE CONTACTED GE, WESTINGHOUSE, 
AND COMBUSTION ENGINEERING REGARDING LATEST STATUS 
OF THE PROJECT AND INFORMED ALL COMPANIES OF THE 
AVAILABILITY OF THE TRADE CENTER FOR THEIR MEETINGS IN 
TEHRAN. 

DECONTROLLED FOLLOWING DECEMBER 6, 1974. 
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TAGS: BEXP, ENRG, IR 
To: TEHRAN 
Type: TE 

Markings: Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 


Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



